FOREWORD 


.JL N  THE  preparation  of  this 
catalog  it  has  been  our  purpose 
to  present  to  the  trade  a  compre¬ 
hensive  range  of  styles  and  de¬ 
signs  of  the  various  PROGRESS 
PRODUCTS. 

Modern  and  efficient  quantity 
production  methods  have  effected 
savings  in  manufacture,  enabling 
us  to  give  you  a  BETTER  PROD¬ 
UCT  at  a  LOWER  price. 


OUTDOOR  LANTERNS 
INDOOR  LANTERNS 
PICTURE  REFLECTORS 
PIANO  LAMPS 


SEMI-RECESS  BOXES 
FLUSH  RECESS  BOXES 
SURFACE  BOXES 
LUMILINE  FIXTURES 


Products  of  Progress 


pcccijcts  cf  pcceccss 


WEATHERPROOF  OUTDOOR  ALL- COPPER  LANTERNS 


No.  552 

Diameter — S'/j" 

Extension  from  Wall — ^/i" 

Height  Overall — 12" 

Wired — One  Light 

Glass — CRI  or  Clear  Cylinder 

Finish — Black  and  Gold  or  Antique 

Copper 


No.  549 

Diameter — 5  V2 
Height  Overall — 8V2" 

Extension  from  Wall — 7" 

Wired — One  Light 

Glass — CRI  or  Clear  Cylinaer 

Finish — Black  or  Antique  Copper 


Diameter — 5V4" 

Depth — 8" 

Height  Overall — 13" 

Extension  from  Wall — 6V2” 

Glass — Clear  Cylinder 
Wired — One  Light 

Finish — Antique  Copper  or  Satin 
Black 


No.  551 


Diameter — 51/2" 

Length  Overall — 14  V2” 

Wired — One  Light 

Glass — CRI  or  Clear  Cylinder 

Finish — Black  and  Gold  or  Antique 

Copper 


No.  548 

Diameter — 5V2” 

Length  Overall — 

Wired — One  Light 

Glass — CRI  or  Clear  Cylinder 

Finish — Black  or  Antique  Copper 


No.  764 

Diameter — 5V4" 

Depth — 8" 

Length  Overall — 1 1 V2 

Wired — One  Light 

Glass — Clear  Cylinder 

Finish — Antique  Copper  cr  Satin 

Black 
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WEATHERPROOF  OUTDOOR  ALL-COPPER  LANTERNS 


No.  545 

Diameter — 4  V4" 

Depth — 11" 

Length  Overall — 36" 

Wired — One  Light 

Glass — Clear  Plate  or  English  Fluted 
Finish — Black  and  Gold  or  Antique 
Copper 


No.  725 

Diameter — b^/2" 

Depth — 8l/2" 

Extension  from  Wall — 8^/2 
Height  Overall — 1 3 V2 " 

Side  Hinge  Door 

Wired — One  Light 

Finish:  Antique  Copper,  Satin  Black 


No.  546 

Diameter — 4V4"  Square 
Extension  from  Wall — 4%" 

Height  Overall — 12" 

Wired — One  Light 

Glass — Clear  Plate  or  English  Fluted 
Finish — Black  and  Gold  or  Antique 
Copper 


No.  544 

Diameter— 4J/i " 

Length  Overall — 1 4  V2  ”  * 

Wired — One  Light 

Glass — Clear  Plate  or  English  Fluted 
Finish — Black  and  Gold  or  Antique 
Copper 


No.  720 

Diameter — 5  V2 
Depth — 8V2" 

Extension  from  Wall — 4 1/2  " 

Height  Overall — 10" 

Side  Hinge  Door 
Wired — One  Light 

Finish:  English  Bronze,  Bank  Bronze, 
or  Colonial  Brass 
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No.  547 

Diameter — 4  ^  " 

Depth — 12" 

Extension  from  Wall — 63/i" 

Wired — One  Light 

Glass — Clear  Plate  or  English  Fluted 
Finish — Black  and  Gold  or  Antique 
Copper 
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WEATHERPROOF  OUTDOOR  ALL-COPPER  LANTERNS 


No.  759 

Diameter — 41/2" 

Depth — 7  V2  *  * 

Length  Overall — 36" 

Wired — One  Light 

Glass — Clear  Fresnal  Cylinder 

Finish — Antique  Copper  or  Satin 

Black 


No.  541 


Diameter — 51/2<" 

Length  Overall — 15" 

Wired — One  Light 

Glass — Clear  Cylinder 

Finish — Black  and  Gold  or  Antique 

Copper 


No.  758 

Diameter — 4  V2  '* 

Depth — 71/2” 

Length  Overall — 93/i" 

Wired — One  Light 

Glass — Clear  Fresnal  Cylinder 

Finish — Antique  Copper  or  Satin 

Black 


No.  760 

Diameter — 4 1/2  " 

Depth — 71/2" 

Height  Overall — 10" 

Extension  from  Wall — 6%" 

Glass — Clear  Fresnal  Cylinder 
Wired — 1  Lt. 

Finish — Antique  Copper,  Satin  Black, 
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No.  542 

Diameter — 5V2” 

Depth — 1 OV2  ” 

Length  Overall — 36" 

Wired — One  Light 

Glass — Clear  Cylinder 

Finish — Black  and  Gold  or  Antique 

Copper 


No.  543 

Diameter — 5  V2  ” 

Height  Overall — 14" 

Extension  from  Wall — 6V4" 

Wired — One  Light 

Glass — Clear  Cylinder 

Finish — Black  and  Gold  or  Antique 

Copper 


PRODUCTS  CD  DDCGDESS 


WEATHERPROOF  OUTDOOR  ALL  COPPER  LANTERNS 


No.  288 


Diameter — 10" 

Extreme  Extension — 9 V2 
Height  Overall — 19" 

Wired — One  Light 

Finish:  Antique  Copper  or  Satin 
Black 


No.  597 

Diameter — 5V2" 

Depth — 71/2" 

Height  Overall — 10'' 

Extreme  Extension — 7" 

Wired — One  Light 

Finish:  Antique  Copper  or  Satin 
Black 


No.  280 

Diameter — 6V2” 

Extreme  Extension — 8%" 

Depth — 9'' 

Height  Overall — 1 3 V2  * ’ 

Wired — One  Light 

Finish:  Antique  Copper  or  Satin 
Black 


Diameter — 6“ 

Depth — 10" 

Extreme  Eixtension— 8 3/4 
Height  Overall — 15" 

Wired — One  Light 

Finish:  Antique  Copper,  Satin  Black, 


No.  1420 

Diameter — 6" 

Depth — 10' 

Extreme  Extension-— 

Height  Overall — 15" 

Wired — One  Light 

Finish:  Antique  Copper,  Satin  Black, 


No.  1425 


Diameter — 6" 

Depth — 10" 

Height  Overall — 16” 

Wired — One  Light 

Finish:  Antique  Copper,  Satin  Black, 
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No.  738 

Made  of  Galvan.  Iron 
Diameter — 41/2"  Square 
Height  Overall — 73/t" 

Extreme  Extension — 5" 

Wired — One  Light 

Finish:  Satin  Black  or  Verde  Green 


No.  741 

Made  of  Galvan.  Iron 
Diameter — 33/i"  Square 
Depth— 73/4" 

Extreme  Extension — 5" 

Wired — One  Light 

Hinged — Bottom  Door 

Finish:  Satin  Black  or  Verde  Green 


No.  736 


Made  of  Galvan.  Iron 
Diameter — 33/}"  Square 
Depth — 61/2" 

Extreme  Extension — 5" 

Wired — One  Light 

Finish:  Satin  Black  or  Verde  Green 


No.  740 

Made  of  Galvan.  Iron 
Diameter — 5'/4”  Square 
Depth — 43/4" 

Height  Overall — 

Wired — One  Light 

Finish:  Satin  Black  or  Verde  Green 


No.  591 


Diameter — 1 2  V2 
Depth — 4" 

Wired — Two  Lights 
Finish — -Flemish  Bronze 


Made  of  Galvan.  Iron 
Diameter — 41/^" 

Depth — 8" 

Extreme  Extension — 7 V2 * 

Height  Overall — 10” 

Wired — One  Light 

Finish:  Satin  Black  or  Verde  Green 


No.  596 

Made  of  Solid  Copper 

Diameter — 33/4” 

Depth — 5V4” 

Height  Overall — 7 1/2" 

Extreme  Extension — 53/4" 

Wired — One  Light 

Finish:  Antique  Copper  or  Black 


No.  1423 

Made  of  Galvan.  Iron 
Diameter— 4^/4  ” 

Depth — 8” 

Height  Overall — HV2" 

Wired — -One  Light 

Finish:  Satin  Black  or  Verde  Green 


No.  590 

Diameter— 7" 

Depth — 33/4” 

Wired — One  Light 
Finish:  Flemish  Bronze 


No.  1422 
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No.  592 

Diameter — 7"  x  12" 

Depth — 41/4" 

Wired — One  Light 
Glass — Flashed  Opal  or  Amber 
Finish — Flemish  Bronze,  Satin  Black 
or  Pewter 


No.  594 

Diameter — 9V2"  Square 
Depth — 4V4" 

Wired — Two  Lights 
Glass — Flashed  Opal  or  Amber 
Finish — Flemish  Bronze,  Satin  Black 
or  Pewter 


No.  748 

Diameter — IOV2" 

Height  Overall — 4^2 " 

Wired — Two  Lights 

Hinged  Bottom  Door 

Finish:  Flemish  Bronze  or  Satin  Black 


No.  570 

Diameter — 1 1 V2 
Depth — 4" 

Hinged  Bottom  Door 

Wired — Two  Lights 

Finish:  Flemish  Bronze  or  Satin  Black 


No.  705 

Diameter — 7  3/i 
Depth — 9" 

Wired — One  Light 

Finish:  Flemish  Bronze  or  Satin  Black 


No.  745 

Diameter — 8V2" 

Height  Overall — 5V2" 

Wired — One  Light 

Hinged  Bottom  Door 

Finish:  Flemish  Bronze  or  Satin  Black 
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No.  503 


Diameter — 7" 

Depth — 12" 

Length  Overall — 42" 

Wired — Two  Lights 
Finish:  Colonial  Bronze,  Bank  Bronze, 
or  Pewter 


No.  502 


Diameter — 8^/2" 

Depth — 10" 

Length  Overall — 42" 

Wired — One  Light 

Finish:  Colonial  Bronze,  Bank  Bronze, 
or  Pewter 


No.  504 

Diameter — 8V4" 

Depth — 11 ' 

Length  Overall — 42" 

Wired — Three  Lights 
Finish:  Colonial  Brass,  Bank  Bronze, 
or  Pewter 


No.  722 

Diameter — b^/2" 

Depth — 8  '/V’ 

Length  Overall — 42" 

Side  Hinge  Door 
Wired — One  Light 

Finish:  Colonial  Brass,  Bank  Bronze, 
or  Pewter 


No.  524 


Diameter — 8^/2" 

Depth — 91/2" 

Length  Overall — 42" 

Wired — One  Light 

Finish:  Colonial  Brass,  Bank  Bronze, 
or  Pewter 


No.  528 


Diameter — 7" 

Depth — 9" 

Length  Overall — 42" 

Wired — One  Light 

Finish:  Colonial  Brass,  Bank  Bronze, 
or  Pewter 
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SOLID  BRASS  INDOOR  LANTERNS 


No.  530 

Diameter — 6" 

Depth — 7V2” 

Length  Overall — 42" 

Glass — CRO  Cylinder,  Mitre  Cut 
Wired — One  Light 

Finish:  Colonial  Brass,  Bank  Bronze, 
or  Pewter 


No.  1535 

Diameter- — 1 0  V2 

Depth— 121/2" 

Length  Overall — 36" 

Hinge  Side  Door 
Wired— One  Light 

Finish:  Black  and  Gold,  or  Pewter 


No.  531 

Diameter — 6" 

Depth — 6" 

Length  Overall — 36" 

Wired — One  Light 
Glass — Clear  Cylinder 
Finish:  Colonial  Brass,  Bank  Bronze, 
or  Pewter 


No.  529 

Diameter — -6" 

Depth — 6" 

Length  Overall — 9" 

Wired — One  Light 
Glass — -Clear  Cylinder 
Finish:  Colonial  Brass,  Bank  Bronze, 
or  Pewter 


No.  532 


Diameter — 71/4" 

Depth — 8 1/2" 

Length  Overall — 42" 

Glass — CRO  Cylinder,  Mitre  Cut 
Wired — One  Light 

Finish:  Colonial  Brass,  Bank  Bronze, 
or  Pewter 


No.  525 


Spread — 12" 

Depth — 12" 

Length  Overall — 36" 

Wired- — One  Light 

Finish:  Black  and  Gold,  or  Pewter 
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LlIHILIHE  RAMP  FIXTURE 


No.  611/12 

(For  12"  Lamp) 
Back  Plate — 23/4"xl3" 


No.  623/12 

(For  12"  Lamp) 
Back  Plate — 5"xl3" 


No.  611/18 

(For  18"  Lamp) 

Back  Plate — 23/4"xl9" 

Wired — 1  Lt.  with  Switch 
Finish— Polished  or  Satin  Chromium 


No.  623/18 

(For  18"  Lamp) 

Back  Plate — 5"xl9" 

Wired — 3  Lts.  with  Switch 
Finish — Polished  or  Satin  Chromium 


No.  622/12 

(For  12"  Lamp) 

Back  Plated i/s'x  13 1/4” 

No.  622/13 

(For  18"  Lamp) 

Back  Plate — 41/8,'xl9I/4" 

Wired — 2  Lts.  with  Switch 
Finish — Polished  or  Satin  Chromium 


No.  B600/12 

(For  12"  Lamp) 

Back  Plate — 41/2"xl31/4" 

No.  B600/18 

(For  18"  Lamp) 

Back  Plate— 41/2 "xl9l/4" 

Wired — 1  Lt.  with  Switch 
Finish — Polished  or  Satin  Chromium 


No.  600/12 

(For  12"  Lamp) 

Back  Plate — ■23/4"xl31/4" 

No.  600/18 

(For  18"  Lamp) 

Back  Plate— 23/4"xl9l/4" 
Wired— 1  Lt.  with  Switch 
Finish — Polished  or  Satin  Chromium 


No.  621/12 

(For  12"  Lamp) 

Back  Plate — 25/8'xl3" 

No.  621/18 

(For  18"  Lamp) 

Back  Plate — 25/8"xl9" 

Wired — 1  Lt.  with  Switch 
Finish — Polished  or  Satin  Chromium 
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LUMILINB  tAMP  FIXTURES 


No.  601/12 

(For  12"  Lamp) 

Back  Plate— 25/8"x13" 

No.  601/18 

(For  18"  Lamp) 

Back  Plate — 2% ’xl9" 

Spread  of  Glass  Louvres — 5" 
Wired — 1  Lt.  with  Switch 
Finish — Polished  or  Satin  Chromium 


No.  602/12 

(For  12"  Lamp) 

Back  Plate — 4V2"xl3" 

No.  602/18 

(For  18"  Lamp) 

Back  Plate — 41/2"xl9" 

Spread  of  Glass  Louvres — 63/i" 
Wired — 2  Lts.  with  Switch 
Finish — Polished  or  Satin  Chromium 


No.  610/12 

(For  12"  Lamp) 

Back  Plate — 23/4"xl3" 

No.  610/18 

(For  18"  Lamp) 

Back  Plate — 23/4"xl9" 

Spread  of  Glass  Louvres — 5 V2  * 
Wired — 1  Lt.  with  Switch 
Finish — Polished  or  Satin  Chromium 


All  Lumilines  Are  Made  of  22  Gauge 
Brass  Metal 


'Nos.  601,  610,  611  and  621  can  be 
furnished  with  41/s”  Round  Plate  to 
cover  4"  Box  as  shown  on  our  No.  B600- 
•add  90c  to  List  Price 


No.  605/12 

(For  12"  Lamp) 

Back  Plate — 3s/g"xl41/2" 

Height  Overall — 19" 

No.  605/18 

(For  18"  Lamp) 

Back  Plate — 35/8"x20I/2" 

Height  Overall — 25" 

Spread  of  Glass  Louvres — 43/i" 
Wired — 1  Lt.  with  Switch 
Finish — Polished  or  Satin  Chromium 


No.  603/18 

(For  12"  Lamp) 

Back  Plate— 6"xl3" 

No.  603/12 

(For  18"  Lamp) 

Back  Plate— 6"xl9" 

Spread  of  Glass  Louvres — 8" 
Wired — 3  Lts.  with  Switch 
Finish — Polished  or  Satin  Chromium 
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10  OUTSTANDING  FEATURES 

of  PROGRESS  Semi-Recessed  Lights 

FOR  RESIDENTIAL  AND  COMMERCIAL  INSTALLATIONS  rXo 


-|  MAXIMUM  EFFICIENCY  CHROMIUM  CRIMP 
REFLECTOR — Makes  possible  a  uniform  distri¬ 
bution  of  light. 


SPOT  WELD — All  Progress  boxes  are  spot 
weld,  which  makes  them  more  durable  than 
other  makes  of  recess  boxes,  and  also  insures 
a  satisfactory  installation. 

AMPLE  VENTILATION— All  boxes  thoroughly 
ventilated.  This  gives  longer  life  to  the  lamp 
and  prevents  filament  of  lamp  from  darkening. 
It  therefore  permits  a  constant  even-toned 
brightness. 


A  PROBLEM  SOLVED — No  more  dark  ceilings. 
Side  glass  panels,  an  advantageous  feature, 
illuminate  but  throws  no  shadows  on  ceiling. 


CONCEALED  TERMINAL  RECEPTACLE— No 

loose  electric  wires  in  box.  Receptacle  set  in 
end  of  box  which  permits  wider  range  of  lamp 
sizes. 


^  All  boxes  constructed  of  GALVAN  IRON,  which 

is  rust-resisting  and  non-corrodable. 

*7  Frame  made  of  BRASS  and  finished  in  a  lus¬ 
trous,  polished  CHROMIUM  PLATE. 

Q  NO  LAMP  SPOTS — Due  to  the  construction  of 
this  new  semi-recessed  light,  you  are  assured 
of  uniform  brightness  and  no  lamp  spots  on 
the  glass. 

Q  ECONOMY — Progress  semi-recessed  lights  are 
particularly  designed  to  give  more  light  with 
less  lamp  Wattage,  and  consequently  renders 
complete  customers'  satisfaction.  An  infinite 
saving  to  the  user  in  the  cost  of  electric  current 
ensues  within  a  short  period  of  time. 


EYE  APPEAL — Impressiveness,  Beauty  and 
Economy  are  permanent  features  of  the  Prog¬ 
ress  semi  recessed  lights. 
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No.  808 


Box  Size — 63/4"x63/4"x4"  Deep 
Frame  Size — ■8"x8"xl1/2''  Drop 


No.  812 

Box  Size — 61/4"x103/4,,x4''  Deep 
Frame  Size  7  V2  "x  1 2 "x  1 V2  Drop 


No.  810 

Box  Size — 83/4"x83/4"x4"  Deep 
Frame  Size  10"xl0''xl  1/2"  Drop 


No.  809 

Box  Size — 43/4"x73/4,,x4''  Deep 
Frame  Size — 6"x9''xD/2"  Drop 


No.  1700-M 

Directional  Built-in  Flush  Men's  Sign 
Spread — 1 1 V2 
Height — 5  3/4 " 

Depth— 3" 

Wired — One  Light 
Finish:  Chromium 

The  above  can  be  furnished  with 
Ladies'  sign 


No.  1710-L 

Directional  Surface  Ladies'  Sign 
Spread — 12”  Height — 6V4” 

Extends  from  Wall — 2^/2" 

Wired — One  Light  with  6'  Cord  and 
attachment  plug 

Finish:  Bank  Bronze  with  Chromium 
Frame 

The  above  box  can  be  furnished 
with  Men's  sign 
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No.  19  UTILITY  DISPLAY  BOARD 
(Assembled  Complete) 


No.  1350  No.  1050 


No.  1200  G 


RECESS  OR  BUILT-IN  FLUSH  LIGHTING  WITH  CHROME  PLATED  FRAMES 

STOCK  NUMBERS  AND  DIMENSIONS 


No.  1050  Square  Box  6 Vs"  x  6  Vs"  Diameter  x  4"  Depth 
Frame  71/ 2"  x  71/ 2”. 

No.  1100  Box  5V8"  x  75/8"  Diameter  x  4"  Depth 
Frame  9”  x  63/4 " 

No.  1150  Hexagon  Box  6  Vs"  Across.  7"  Corner  to  Corner  x  4"  Depth 
Frame  75/%"  Across.  8 3/4"  Corner  to  Corner 

No.  1200  Box  6"  x  1 OV4 "  Diameter  x  4"  Depth 
Frame  71/ 2"  x  1 1 2/4 

No.  1200  G  Box  6”  x  IOV4"  Diameter  x  4"  Depth 
Frame  71/ 2'  x  11 3/4''.  . 

No.  1300  Box  7"  Round  x  4"  Depth 
Frame  8" 

No.  1350  Box  9''  Round  x  4"  Depth 
Frame  10" 


The  above  boxes  can  be  furnished  with  Protecting  Wire  Guards,  as  above 
shown  on  the  No.  1200-G.  Suitable  for  Gymnasiums,  Dance  Halls,  etc. 

Prices  for  Special  Sizes  and  Finishes  Upon  Request. 
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nw\/i 


No.  202 

Upright  Piano  Reflector 

Spread — 9" 

Extension — 3" 

Shade — Aluminum  lined  inside  and 
rotates  to  desired  position 
Finish:  Bronze 


No.  240 

Adjustable  Metal  Picture  Frame 
Reflector 


Spread — 8V2” 

Adjustable  to  any  angle 
Shade — Aluminum  lined  inside  and 
extends  up  to  9V2" 

Suitable  for  various  other  purposes 
where  a  reflector  is  essential 
Finish:  Gold  or  Bronze 


No.  243 

Adjustable  Metal  Reflector  for  Music 
Stand  or  Baby  Grand  Piano 

Spread — 9" 

Shade — Aluminum  lined  inside  and 
rotates  to  desired  position 
Finish:  Bronze 


No.  201 

Metal  Reflector  for  Aquarium  or 
Show  Case 

Spread — 9" 

Extension — ^/i" 

Shade — Aluminum  lined  inside  and 
rotates  to  desired  position 
Wired — One  Light 
Finish:  Bronze  or  Antique  Gold 


No.  255 

Spread — 1 7  V2  *  * 

Can  be  extended  from  wall  up  to 

83/4” 

Shade — Aluminum  lined  inside 
Wired — Two  Lights 
Finish:  Statuary  Bronze 


No.  260 

Adjustable  Metal  Reflector  Espe¬ 
cially  Designed  for  Baby  Grand 
Piano 

Spread — 9" 

Shade- — Aluminum  lined  inside  and 
rotates  to  desired  position 
Finish:  Bronze 


No.  250 

Adjustable  Metal  Two  Light  Reflector 

Spread — 16” 

Can  be  adjusted  to  any  desired 
position 

Shade — Aluminum  lined  inside 
Wired  with  Twin  Socket 
Finish:  Bronze  or  Gold 
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ALL  PREVIOUS  PRICES  SUPERSEDED  BY  PRICES  IN  THIS  LIST 
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.  5 . 

.  6.75 

255 . 

. 15 . 

.  5.25 

1422 . 

.  6 . 

.  4.50 

260 . 

. 15 . 

.  5.25 

1423 . 

.  6 . 

.  4.50 

280 . 

.  5 . 

.  10.50 

1425 . 

.  5 . 

.  6.75 

288 . 

.  5 . 

.  18.75 

1535 . 

.  9 . 

.  18.00 

502 . 

.  8 . 

.  9.00 

SEMI-RECESS  LIGHTS  ■  •  * 

503 . 

.  8 . 

.  13.20 

808 . 

. 13 . 

.  9.00 

504 . 

.  8 . 

.  15.90 

809 . 

. 13 . 

.  8.10 

524 . 

.  8 . 

.  9.75 

810 . 

. 13 . 

.  10.05 

525 . 

.  9 . 

.  10.50 

812 . 

. 13 . 

.  10.50 

528 . 

▼ 529 . 

.  8 . 

.  9 . 

.  9.75 

.  5.25 

FLUSH  RECESS  LIGHTS 

530 . 

.  9 . 

.  9.75 

1050 . 

. 14 . 

.  6.00 

▼531 . 

.  9 . 

.  5.40 

1100 . 

. 14 . 

.  6.60 

532 . 

.  9 . 

.  15.00 

1150 . 

. 14 . 

.  7.50 

*541 . 

.  4 . 

.  8.10 

1200 . 

. 14 . 

.  750 

*542 . 

.  4 . 

.  8.10 

1200-G . 

. 14 . 

.  9.75 

*543 . 

.  4 . 

.  8.10 

1300 . 

. 14 . 

.  6.00 

*544 . 

.  3 . 

.  6.30 

1350 . 

. 14 . 

.  8.40 

*545 . 

.  3 . 

.  7.20 

1700- M . 

. 13 . 

.  8.25 

*546 . 

.  3 . 

.  6.30 

1710  -  L . 

. 13 . 

.  9.00 

*547 . 

.  3 . 

.  7.50 

LUMILINE  LAMP  FIXTURES 

*548 . 

.  2 . 

.  5.40 

600/12 . 

. 10 . 

.  $3.90 

*549 . 

.  2 . 

.  5.40 

600/18 . 

. 10 . 

.  4.95 

*551 . 

.  2 . 

.  6.00 

B  600/12 . 

. 10 . 

.  4.80 

*552 . 

.  2 . 

.  6.00 

B  600/1 8 . 

. 10 . 

.  5.85 

570 . 

.  7 . 

.  5.70 

601/12 . 

. 11 . 

.  7.20 

590 . 

.  6 . 

.  4.50 

601/18 . 

. 11 . 

.  9.30 

591 . 

.  6 . 

.  8.10 

602/12 . 

. 11 . 

.  12.00 

592 . 

.  7 . 

.  5.55 

602/18 . 

. 11 . 

.  16.50 

594 . 

.  7 . 

.  6.00 

603/12 . 

. 11 . 

.  19.50 

596 . 

.  6 . 

.  3.75 

603/18 . 

. 11 . 

.  25.50 

597 . 

.  5 . 

.  5.70 

605/12 . 

. 11 . 

.  9.90 

705 . 

.  7 . 

.  4.80 

605/18 . 

. 11 . 

.  13.50 

720 . 

.  3 . 

.  10.80 

610/12 . 

. 11 . 

.  6.90 

722 . 

.  8 . 

.  11.40 

610/18 . 

. 11 . 

.  9.00 

725 . 

.  3 . 

.  12.75 

611/12 . 

. 10 . 

.  ?.75 

736 . 

.  6 . 

.  3.45 

611/18 . 

. 10 . 

.  4.95 

738 . 

.  6 . 

.  3.75 

621/12 . 

. 10 . 

.  3.90 

740 . 

.  6 . 

.  2.40 

621/18 . 

. 10 . 

.  5.10 

741 . 

.  6 . 

.  4.05 

622/12 . 

. 10 . 

.  8.25 

745 . 

.  7 . 

.  4.95 

622/18 . 

. 10 . 

.  10.50 

748 . 

.  7 . 

5.70 

623/12 . 

. 10 . 

.  10.50 

*▼758 . 

.  4 . 

.  6.30 

623/18 . 

. 10 . 

.  12.75 

*  Are  Obtainable  in  a  Colonial  Brass  Finish  (Solid  Brass  Metal)  at  an  Additional  Charge  of  90c  List. 

T  Can  Be  Furnished  with  Amber  Cylinders  at  an  Additional  Charge  of  15c  List. 
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